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HACK SAW FRAMES 





Ne. H-150—Extra strong heavy duty frame. 
Highly polished, buffed plated finish. Exclusive, 
cam-action lever for quick, easy blade changing. 
Eliminotes thumb screws and studs. Accommo- 
dates 10’’ and 12’’ blades, faceable in four 
directions. Full grip plastic handle. The finest 
Hock Saw Frame made. frame depth 3%’. 
Frame size 11/16'’ x 3/16’’. 22 Ibs. per dor. 
1 per box. 
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Ne. H-100—Exceptional quality frame. Extrey 
heavy construction. PARKLOID unbreckable 
full grip hondie. Finely polished and buffed 
ploted finish. Adjustable for.10’’ and 12°’ 
blades; <gceable in four directions. Frame 
depth 3%”. Frame size 3/16’ x 11/16”. 
21 Ibs. per doz. 1 per box. 








Ne. 4-80—Highest quolity strong heavy frame. 
Highly polished, buffed plated finish. Exclusive 
“STUDFAST” patented one piece forged studs. 
“Comfort Grip” moulded rubber handle. 
Adjustable for 10’’ and 12” blades. Frame 
depth 3%’. Frame size 11/16" x 3/16”. 
20 Ibs. per doz. 1 to box. 





Ne. H-70—Extra heavy construction of finest 
materials. PARKLOID full grip butcher type 
handle. Satin plated finish. Adjustable for 
10” and 12’’ blades. Frame depth 3%"’. 
Frame size 3/16’’ x 11/16’, 21 ibs. per doz. 
1 to box. 
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Ne. H-60—Extre quality rugged frame. 
“STUDFAST” patented forged one piece studs. 
Hand fitting moulded hendie. Polished and 
buffed plated finish. Adjustable for 10’’ and 
12” blades, faceable in four directions. Frame 


depth 3%"’. Frame size 3/16" x 11/16’’. 
19 Ibs. per doz. 1 to box, 
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Ne. H-40—Rugged quolity frame. Buffed 
plated finish. “STUDFAST" patented forged 
one piece end ond studs. Moulded pistol grip 
hendle. Adjustable for 8’’ to 12’’ blades, 
faceable in four directions. Frame depth 3’’. 
Frame size 3/16"’ x 19/32'’. 16.8 Ibs. per doz. 
6 to box. 
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Ne. 4-30—Rugged frame. ‘“STUDFAST’ pat- 
ented forged one piece studs. Shockproof 
moulded rubber handle. Bright ploted finish. 
Adjustable for 8°’ to 12’’ blades, faceable in 
four directions. Frame depth 3’’. Frame size 
3/16’ x 19/32". 16.6 Ibs. per doz. 6 to box. 


Ne. H-20—Good quality specially priced 
plated frame. Shockproof pistol! grip handle. 
Adjustable for 8"’ to 12°’ blades, faceable in 
four directions. Frame depth 2%'’. Frame 
size 5/32'' x ‘A"’. 10.5 Ibs. per doz. 12 to 
box, 
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Ne. H-O—Speciaily priced, sturdy zine plated 
frame. Lacquer finish hardwood handle. 
Adjustable for 8’’ to 12’’ blades, faceable in 
four directions. Frame depth 2%’’. Frame size 
5/32" x Ya"’. 7.66 dbs. per doz. 12 to box. 





GW—GOOD WILL Meck Sew Assortment 
The GW assortment consists of 4 each H-20, 
3 each H-30, 2 each H-40, 2 each H-60 and 
1 each of either H-80 or H-100. Every sow a 
popular seller. One permanent display stand 
free with this GOOD WILL Hack Saw Assortment. 





Ne. H-10—Home Sow for wood, metal, bone, 
frozen foods and all home uses. Takes 6’’ pin 
end hack ond jig saw blades as well as 6"’ 
coping saw blade. Polished ond buffed picted 
finish. locquer finished hardwood handle. 
Complete with 2 blades and display cord. 
Frame depth 3’. Frame size %"’ x 3/16” 
5.75 ibs. per doz. 6 to box. 


PARKER COPING SAW FRAMES 





Ne. 85—Master quality, heavy duty. Deep 
throat. Polished and buffed plated finish with 
potented Parker “Klik-Klik” locking feature. 
Mahogany finish handle complete with 6'/2’' pin 
end blade. Frame depth 6%’. Frame size 


3/16” x %"’. 9 lbs. per doz. 1 to box. 





Ne. 55—Heavy duty. Bright ploted finish, 
Fully adjustable with exclusive Porker ‘Klik- 
Klik" locking feature. Mahogany finish handie 
complete with 6'2’’ pin end blade. Frame 
depth 5'4’’. Frame size 3/16’ x ¥%"’. 6 lbs. 
to doz. 6 to box. 


No. 25——(Parker)}—Excellent valve. Plated 
frame. Adjustable with patented Parker 
“Klik-Klik” feature complete with 61°’ biade. 
Frame depth 5’. Frame size 5/32'’ x 11/32". 
4.75 lbs. per doz. 12 to box. 
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No. 210—Sturdy round wire frame. Biades 
jaceable in four directions. Uses 6’’ loop or 
pin end blades. Frame depth 5°’. 3.5 Ibs. 
per doz. 12 to box. 





Ne. 230—Handy Hock Saw. All wire for fine, 
close work. Cuts wood, plaster, brass, steel, 
etc. Complete with 6" blade. 2 Ibs. per doz. 
12 to box. 


No. 200—Reach-All Keyhole Saw. Hord 





tubber form-fitting handle. Standard 7%''* 


Keyhole Saw blade. Cuts metal, tubing, 
plaster, wood, etc. 3.3 Ibs. per doz. 12 to box. 
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Ne. 350—Reach-All Compass Saw. Genwvine 
hord rubber form-fitting handle. Cuts wood, 
plaster, etc. Replaceable 10'’ compass sow 
blade. 3.6 Ibs. per doz. 12 to box, 


TROJAN COPING SAWS 





Ne. 1—Coping Saw Set. #20 standard frame 
with 1 each 614" pin end blades. Two 
#2 coarse, and one $3 medium, $5 fine, #6 extra 
fine blades on display cord. Plated finish. 
Throat depth 442’. 11 Ibs. per doz. 1 te box. 


Ne. 26—Combination Coping Saw Frame. 
One TROJAN Frame mounted on displey cord 
with five assorted blades for all sawing require- 
ments, Plated finish. Throot depth 5". 5.25 
Ibs. per doz. 6 to box. 
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Ne. 19—Combinotion Coping Sow. Deep 
throcted frame mounted on display card with 
five assorted blades. Mode of special spring 
steel. Plated finish. Throot depth 614”. 
8.5 Ibs. per doz. 6 to box. 





Ne. 20—Finest quality heavy-duty standard 
depth coping saw. Extra heavy spring steel. 
Hardwood polished handle. Special hexagonal 
insert for correct tension. Plated finish. Throat 
depth 42°". 7.1 lbs. per doz. 6 to box. 
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Ne. 25—!o\0")—Designed especially for 
school work. Sturdy steel frame. Hardwood 
handie. Complete with all TROJAN features. 
Plated finish. Throat depth 4%4"'. 5.25 Ibs. per 
doz. 6 to box. 





Ne. 40—Designed for extra depth sawing in 
wood, metal cr plastics. Made of special 
rolled spring steel. Hardwood hendie. 
Rugged construction. Plated finish. Frame 
depth 12'A’’. 11.25 Ibs. per dez. 6 to box, 


Ne. 42 end 43—Jewelers Sow Frames. Specicl 
ploted steel frames with hardwood handles. 
Only saw of this type made in U.S.A. Saws 
in any direction. £42 throat depts 2'2"’. 
4 Ibs. per doz. #43 throat depth 5’’. 4.75 Ibs. 
per doz. 6 in box. 
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Ne. 50—Adjustable Jewelers Saw Frame, All 
feotures of *42 plus exclusive threaded adijust- 
ment to occommodate blades from 3”’ to 612’ 
long and control blade tension. Polished and 


buffed plated finish. Throot depth 214°’. 
5 Ibs. per doz. 1 to box. 





No. 44 and 46—Scroll Saw Frames. Plated 
spring steel with hardwood handle. Fully 
adjustable. Saws in all directions. Includes 
18 modern designs and one doz. assorted 
Fret Saw blades. (44 throat depth 8”’. 
10.5 Ibs. per doz. #46 throat depth 12°’. 
16 Ibs. per doz. 1 to box. 
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Ne. 6l—Loop End Coping Sow Blade. Fits 
our #210 Coping Sow and similar slotted wire 
frames. Length 6’’. Hy-Carbon steel. .25 Ibs. 
per gross. | gross to box. 
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Ne. 6P and 6'4P—Pin End Coping Saw Biades. 
Heat trected steel. 6Y2P used exclusively in 
our #25, #55 and #85 Coping Sew Frames. 
#6P length 6’. .7 Ibs. per gross. #6'4P 
length 6%"’. .7 Ibs. per gross. 1 gross to bex. 
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